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GAS ANALYSIS

taining about 100 liters, and running from the lower
part of this tank an iron pipe which passes along the
tables. The tank is easily filled through a small iron
pipe which hooks over its top and reaches down into
the sink, where it may be connected with the faucet
by a piece of rubber tubing.

The laboratory should also contain a water suction-
pump, a mercury air-pump, a barometer, and accurate
thermometers. An electric current is necessary, and
this may be supplied either by a battery or storage
cells, or the direct current from a dynamo may be
utilised. A small induction coil is needed for analy-
ses of gas mixtures by explosion. It is desirable to
have narrow shelves fastened to the wall upon which
to place the Hempel pipettes.
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